Sham Shui Po - Gold Certificate Building 


Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Management System) Certificate 
(as at 31 August 2021) 


909 Cheung Sha Wan Road 

Banyan Garden Tower 1 

Banyan Garden Tower 2 

Banyan Garden Tower 3 

Banyan Garden Tower 5 

Banyan Garden Tower 6 

Banyan Garden Tower 7 

Banyan Garden Tower 8 

Billion Plaza 

Caritas Medical Centre Wai Oi Block 
Caritas Medical Centre Wai Shun Block 
CLP Power Hong Kong Ltd - Shamshuipo 
Goodluck Industrial Centre 

Grandion Plaza 

Hong Kong Spinners Industrial building Phase 5 
HSBC Centre Tower 1 

HSBC Centre Tower 2 

HSBC Centre Tower 3 

Ming Tak Centre 

Novel Industrial Building 

Skyway House 

The Pacifica Tower 1 

The Pacifica Tower 2 

The Pacifica Tower 3 

The Pacifica Tower 5 

The Pacifica Tower 6 

The Pacifica Tower 7 


